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FI-5777. 

NO PROVISION WAS MADE UNDER CONTRACT FI-577? TO REPLACE 
THE GFP LENSES. CONSIDERATION WAS MADE BY AN ADJUSTMENT TO THE 
FIRM FIXED PRICE OF CONTRACT FI-5777 BY A REDUCTION OF I 
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AMENDMENT NO. 3 DATED 29 APRIL 1964. THIS ADJUSTMENT REFLECTED 
THE SAVINGS ATTRIBUTED TO THE TERMINATION OF <2> UNITS PROCURED 
FROM PECO ON FSDS P.O. 61103-1232-21. 

TWO 3” GEOCON LENSES ARE PART OF THE RESIDUAL INVENTORY ON 

CONTRACT FI-5777 - 1 UNIT S/N 132 WAS RETURNED AT FSDS AND 1 UNIT 

. - 

S/N 101 WAS SHIPPED TO STORAGE. BOTH UNITS ARE PRESENTLY MOUNTED 
IN TENZALLOY BARRELS. 

BE INFORMED OF THESE FACTS 


WE REQUEST THAT 


OFFICIALLY BY YOUR OFFICE OR PROGRAM OFFICE. 
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